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MINISTRY OF HOME AFFAIRS 
NOTIFICATION 
New Delhi, the 12th July, 2007 

G.S.R. 484(E).—Whereas the Central Government 
considers it expedient that special precautions should be 
taken to prevent the entry of unauthorised persons into 
certain places; 

Now, therefore, in exercise of the powers conferred 
by sub-clause (d) of Clause (8) of Section 2 of the Official 
Secrets Act, 1923 (19 of 1923), the Central Government 
hereby declares the places specified in column (1) of the 
Schedule given below to be a prohibited place for the 
purpose of the said clause : 


SCHEDULE 


Name of the place 

— 

Locality and other description 

(1) 

(2) 

Sub-Station of Power 
Grid at Lower Lagyap 
Hydro Power 

Sub-Station of Power Grid at 
Lower Lagyap Hydro Power, 
Ranipool, East Sikkim 
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